From glowbugs@theporch.com  Wed Apr 17 20:30:07 1996
Return-Path: glowbugs@theporch.com
Received: from uro (localhost.theporch.com [127.0.0.1]) by uro.theporch.com (8.7.5/AUX-3.1.1) with SMTP id UAA15825; Wed, 17 Apr 1996 20:22:33 -0500 (CDT)
Date: Wed, 17 Apr 1996 20:22:33 -0500 (CDT)
Message-Id: <199604180122.UAA15825@uro.theporch.com>
Errors-To: ws4s@midtenn.net
Reply-To: glowbugs@theporch.com
Originator: glowbugs@theporch.com
Sender: glowbugs@theporch.com
Precedence: bulk
From: glowbugs@theporch.com
To: Multiple recipients of list <glowbugs@theporch.com>
Subject: GLOWBUGS digest 161
X-Listprocessor-Version: 6.0c -- ListProcessor by Anastasios Kotsikonas
X-Comment: Please send list server requests to listproc@theporch.com
Status: O

			    GLOWBUGS Digest 161

Topics covered in this issue include:

  1) Radiotron Designer's Handbook (4th) Available in Electronic Format
	by MAB@delphi.com
  2) Manuals for Trade
	by robert fowle <hammarlund@voyager.net>
  3) Test Message
	by Jim Barnes <barnes29@chelsea.ios.com>

----------------------------------------------------------------------

Date: Tue, 16 Apr 1996 22:19:11 -0500 (EST)
From: MAB@delphi.com
To: boatanchors@theporch.com, glowbugs@theporch.com
Subject: Radiotron Designer's Handbook (4th) Available in Electronic Format
Message-ID: <01I3MIR4ZUZS99G7YL@delphi.com>

From:	IN%"postmaster@delphi.com"  "PMDF Mail Server" 16-APR-1996 22:09:00.45
To:	IN%"MAB@delphi.com"
CC:	
Subj:	Undeliverable mail: SMTP delivery failure

Return-path: <>
Received: from delphi.com by delphi.com (PMDF V5.0-7 #10880)
 id <01I3MIFPWYM8986S68@delphi.com> for MAB@delphi.com; Tue,
 16 Apr 1996 22:08:59 -0500 (EST)
Date: Tue, 16 Apr 1996 22:08:58 -0500 (EST)
From: PMDF Mail Server <postmaster@delphi.com>
Subject: Undeliverable mail: SMTP delivery failure
To: MAB@delphi.com
Message-id: <01I3MIFR8DSI986S68@delphi.com>
MIME-version: 1.0
Content-type: MULTIPART/MIXED; BOUNDARY="Boundary (ID SArhzygOluNO3xywe54LFg)"


--Boundary (ID SArhzygOluNO3xywe54LFg)
Content-type: TEXT/PLAIN; CHARSET=US-ASCII

The message could not be delivered to:

Addressee: boatanchors@theproch.com
Reason: Illegal host/domain name found.


--Boundary (ID SArhzygOluNO3xywe54LFg)
Content-type: MESSAGE/RFC822

Received: from delphi.com by delphi.com (PMDF V5.0-7 #10880)
 id <01I3MIAVX51S99G7YL@delphi.com> for boatanchors@theproch.com; Tue,
 16 Apr 1996 22:08:56 -0500 (EST)
Date: Tue, 16 Apr 1996 22:08:56 -0500 (EST)
From: MAB@delphi.com
Subject: Radiotron 4th Ed, Electronic Version Available
To: boatanchors@theproch.com
Message-id: <01I3MIAVXEOY99G7YL@delphi.com>
X-VMS-To: INTERNET"boatanchors@theproch.com"
MIME-version: 1.0
Content-type: TEXT/PLAIN; CHARSET=US-ASCII
Content-transfer-encoding: 7BIT

In addition to the AES reprint, A new CD ROM version of the complete 4th
Edition is available from THe Old COlony Sound Lab, PO Box 243, Peterborough,
NH 03458-0243, tel 603-924-6371.  The text is fully hyperlinked along with
the 50 page index.  THe cost for this CD-ROM is $69.95 + $3.95 S&H.  I haven't
actually played with this (I still own a very used copy of the original) but
it looks interesting.  73, Mike

  %%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%
  %                                                  %
  % Michael A. Burke, Synetics Consultants           %
  % PO Box 439, 11 Scenic Dr, Westminster, MA 01473  %
  % 508-874-0908  mab@delphi.com                     %
  %                                                  %
  % With apologies to Will Rogers, "I never met a    %
  % vacuum tube I didn't like" (well, almost never). %
  %                                                  %
  %%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%%

--Boundary (ID SArhzygOluNO3xywe54LFg)--

------------------------------

Date: Wed, 17 Apr 1996 13:59:16 -0400 (EDT)
From: robert fowle <hammarlund@voyager.net>
To: boatanchors@theporch.com
Cc: glowbugs@theporch.com, ham-tech@netcom.com, qrp-l@Lehigh.EDU
Subject: Manuals for Trade
Message-ID: <199604171759.NAA29480@vixa.voyager.net>

The following is a list of new and clean used original manuals
I will trade for manuals on Amateur gear, i.e. National, Hallicrafters
EF Johnson, and all the rest of the BA type, but will also trade for
the Newer Sand unit manuals as well.

ORIGINAL UNUSED MANUALS FOR TRADE ONLY
	QTY	DESCRIPTION

ORIGINAL  HALLICRAFTERS MANUALS

	 3	HA-4
	 1	WR-600W
	 2	S-29
	 4	S-36
	 2	S-36A=7F
	 4	S-39
	 2	SP-44
	 4	SR-150
	 5	SR-400=09

ORIGINAL HAMMARLUND MANUALS

	 8	HQ-100
	23	HQ-145-A
	17	HXL ONE AMP (1.5KW)
	20	HX 50
	33	HX-500

THE FOLLOWING ARE MANUALS FOR TRADE ONLY
THESE ARE ORIGINAL MANUALS, UNLESS NOTED 'COPY'
SOME ARE IN NEW CONDITION & SOME ARE CLEAN USED.
ONLY HAVE "ONE" EACH ON THESE.

ALLIANCE  TENNA-ROTOR	SERVICE MANUAL	=09
AEROTRON 600TT 25   COPY				=09
AMCOMM  BSM15/BSM15C  		  	  	  =09
ALPHA SS-80H 	COPY 		  	  	  =09
BC-603 (SCHEMATIC ONLY)   		  	  	  =09
B&K   160                           				=09
          176                           				=09
          177                           				=09
          465                           				=09
          700                           				=09
CARL CORDOVER  CPO-4  		  	  	  =09
CESCO DUAL FYRE BEAM  		  	  	  =09
DUMONT	5890-C FREQ. METER			=09
		5890-B FREQ. METER			=09
		T-301-RT/T-301-RTA			=09
		T-101-RT				=09
		MCA-366-A				=09
		ADDENDUM TO MAN. 6703 3401/6703-5231=09
		ADDENDUM TO MAN. 6703 2971	=09
		5819-A	TEST METER			=09
		T-403-RT				=09
		M-430-RT				=09
		TYPE 274 OSCILISCOPE		=09
		401-R	OSCILISCOPE			=09
		304-A   	OSCILLOGRAPH		=09
DYCOM	TEN-O					=09
EICO 330  ASSEMBLY     				=09
EICO 330  OPERATION     				=09
EICO 324  ASSEMBLY   		  	  	  =09
EICO 324  OPERATION  				=09
	HVP-2	HIGH VOLTAGE PROBE		=09
ELECTRA	BEARCAT 3  BC3-L,H,U,L/H,L/U,H/U	=09
		BCL=3DBCH-BCU	  SERIES 2		=09
EMC  212          TRANSISTOR CHECKER		  =09
EMC  206  	TUBE TESTER		  	  	  =09
FEDERAL  TEN-TEN     				=09
FERRIS  22A  	SIGNAL GENERATOR			=09
G. E. 		SIG.GEN. YGS-3  			=09
G.E. BT-1-B/ 4BT1B1     250 WATT FM XMITTER	=09
HICKOCK  195B                  				=09
HICKOCK  665                    				=09
HARVEYWELLS AIRCRAFT ATR-3-6/ATR-3-12
                            /APS-1-6/APS-1-12   			=09
INTERNATIONAL   FM-2400-C  			 =09
INTERNATIONAL RADIO 36-360  	  	  	  =09
INTERNATIONAL RADIO 1934 KADETTE  		=09
JACKSON  CRO-2          				=09
MILITARY
=09
	TM-11-2241   FREQ. SHIFT CONVERTER	=09
	TM-11-300L   FREQ. METERS- SCR-211K, SCR-211L
	NAVSHIPS 900,013 TIMING CIRCUITS
            		     RADAR (MIT)     			=09
	TM-11-2241                           			=09
	TM-11-5820-498-12				=09
	TM-11-5820-401-10-1				=09
	EE-150-JA-OP1-010-E154			=09
	TO-31R2-2VRC-191				=09
	SPOKANE RADIO TYPE SPF MODEL AF   	=09
	COLLINS	51X1A				=09
	COLLINS	951A-1				=09
	LM-7                         			  	  =09
	MN-5                      			  	  =09
	TYPE CRR-74028	HEDTRODYNE FREQ. METER=09
	NAVY CMX-50128A				=09
	TM-11-666 ANTENNAS & PROPAGATION (225PGS)=09
MOTOROLA   HT SERIES     				=09
            OPTIMA 16 	      				=09
    	PAGEBOY  148-174  MC   			=09
MERCURY  1100CK & TUBE BOOK    			=09

NATIONAL	NRI - MODEL 33 SIGNAL TRACER	=09
PRECISE  630                    				=09
PRECISE  635                    				=09
PRECISION  85                   				=09
                    120                 				=09
RAY JEFFERSON  1425  TITAN   			=09
RADIO SPECIALTY	MODEL 1160-16-1		=09
RCA  WV-77A (NO COVER)   				  =09
RCA	SSB-1 MARK 2A				=09
RAC	TMV-75-B	FIELD INTENSITY METER`	=09
RCA	301-B	MI-7549-A 	FIELD INTENSITY METER=09
REGENCY  	AR-2              				=09
REGENCY	RC-600					=09
REGENCY	HR-212					=09
REGENCY	TME-8H				=09
		TM SERIES				=09
		MR-10					=09
		MR-10B				=09
		MR-10D				=09
		MR-33D				=09
SBE	40-CB	CONSOLE 5					=7F
SANWA  K-30TH               				  =09
SONAR FM-3601              				=09
SONAR BR-20                  				=09
SPRAGUE   KT-1             				=09
SYLVANIA  TYPE 134 	POLYMETER			=09
SECO  107-C                         				  =09
SENCOR  TRANSI-MASTER   				  =09
SPECO  AS-100-D                 				  =09
TEK	MP	VHF-FM TRANSCEIVER  COPY	=09
TRIPLETT  631                  				=09
TRIPLETT  3432 (COPY)    				  =09
TPL	80 TO 120 WATT VHF AMP	=09

END********



=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=
=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=
=3D=3D=3D=3D=3D=3D=3D=3D=3D]-[->
Robert Fowle      KC8DBC
The HAMMARLUND Historian
Ph. voice or fax  517-789-6721
1215 Winifred
Jackson, Mich. 49202-1946
E-mail at: hammarlund@vixa.voyager.net
                 HAMMARLUND LITERETURE WANTED
WANTED: MANUALS FOR ANY MAKE RADIO EQUIPMENT
=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=
=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=3D=
=3D=3D=3D=3D=3D=3D=3D=3D=3D]-[->


------------------------------

Date: Wed, 17 Apr 1996 19:16:01 -0400
From: Jim Barnes <barnes29@chelsea.ios.com>
To: glowbugs@theporch.com
Subject: Test Message
Message-ID: <199604172316.TAA19863@chelsea.ios.com>

Sorry everyone for the wasted BW.  For some reason, I am not receiving
anything from Glowbugs and need to try this test.



Jim Barnes, barnes29@chelsea.ios.com

"Out on that Information Superhighway---I'm riding a moped."


------------------------------

End of GLOWBUGS Digest 161
**************************

